Video Conferencing System 

AstriCloud Sdn Bhd was incorporated to provide Cloud-based communications to 
businesses. AstriCloud offers you 3CX Private Cloud IP-PBX telephony in Malaysia - 
Authorise “3CX Cloud Managed Hosting Partners” and “3CX Platinum Partners”. Now 
you can get 3CX Phone System in the cloud, and save on initial hardware, licensing, 
setup and maintenance costs. Video Conferencing System 



